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CHRIST  CHURCH,  Irvington,  Va.  erected  on  the  site  of  an 
earlier  church  completed  in  1669.  Existing  structure  built  by 
Robert  "King"  Carter,  1730-34.  Virtually  unchanged  since 
colonial  times.  Restored  1958-70  by  private  Foundation.  Open 
to  visitors  9-5,  April-Thanksgiving.  Call  804-438-6855  for 
group  tours. 
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